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FLOSR PLAN *** 





C STREET 


FOURTH, FIFTH & SIXTH FLOORS 

Note: 

Change first digit to 5 and 6 to 
indicate fifth and sixth floors. 


WHAT ROOM NUMBERS MEAN ....first digit is the floor, second is the corridor 

LAST TWO DIGITS ARE THE ROOM. 

CORRIDOR INDICATOR .CORRIDORS l, 3, 5, 7, AND 9 RUN north and south with 

CORRIDOR 1 ON THE 23rd STREET SIDE AND CORRIDOR 9 
ON THE 21st STREET SIDE. CORRIDORS 0, 2, 4, 6, AND 8 
RUN EAST AND WEST WITH CORRIDOR 0 ON THE C STREET 
SIDE AND CORRIDOR 8 ON THE VIRGINIA AVENUE SIDE. 
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